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Berkshire 
Bulk/Car Carrier - 31,475 d.w.t. 


Captain Waldie J.W 
Chief Eng Officer Yates D.C 





Chief Officer James R.V 2nd Eng Officer Currid J.P 
2nd Officer Brocklesby M.S 3rd Eng Officer Holt D 
3rd Officer Grace J.J 4th Eng Officer Charlton T 
Radio Officer Walker M.J Engineer Cadet Windle D.G 
Purser McNeil R Engineer Cadet Whittaker M 


Electrical Officer Bovill J.M 
C.P.0 Kwun W.L 
Cook KwaiL 
Leading Steward Kwai S.S 


Cambridgeshire 
Bulk Carrier - 71,600 d.w.t. 
(ex Mersey Bridge) 
Captain Gowsell K 


Chief Eng Officer Ford A.J.K 





Chief Officer Jenkinson D 2nd Eng Officer Escott C.M 
2nd Officer Christopherson P 3rd Eng Officer Garbutt W.W 
3rd Officer Greenall C.E Jnr Eng Officer English J.A 
Deck Cadet Harrison M.D Jnr Eng Officer Critchley K.S 

Radio Officer Reidy A.C Jnr Eng Officer Roberts P.D 

Purser Kays W.H Electrical Officer Talbut D 


C.P.0 Paul M.N 
Cook Aslam M 


Cheshire IV 
Geared bulk Carrier - 31,475 d.w.t. 


Captain Taylor J.R 
Chief Eng Officer Willoughby R.S 


2nd Eng Officer Findlay K.W 
3rd Eng Officer Pritchard S.L 
4th Eng Officer Lilley R 
Engineer Cadet James D.B 
Engineer Cadet Dyson G.M 
Engineer Cadet Nolan G.P 
Electrical Officer Nolan G.P 





Chief Officer Brough R.W.A 
2nd Officer Howell W.R 
3rd Officer Bousefield D 
Deck Cadet CrewA 
Radio Officer Smith D.J 
Purser Thompson P 


C.P.0 Sai Ho 
Cook LamT.C 
Leading Steward Man Y.W 


Dart Atlantic 
Container - 28,488 d.w.t. 


Captain McLeod K 
Chief Eng Officer Kelly P.A 


2nd Eng Officer Wilburn R.M 





Chief Officer Copeland R.J.A 


2nd Officer Holcombe B 3rd Eng Officer Millican-Brown W 
Ext 2nd Officer Hopkinson R.W Jnr Eng Officer Wood | 
Radio Officer Cook R.C Jnr Eng Officer Colman M.W 
Purser Reed A Jnr Eng Officer Campbell J.C 


Jnr Eng Officer 
Electrical Officer 


C.P.0 Donegan R 


Cook MackR 


Taylor D.| 
Dunn R.B 


Derbyshire IV 


Oil/Bulk/Ore Carrier - 169,080 d.w.t. 
(ex Liverpool Bridge) 


Captain Underhill G.V 
Chief Eng Officer Marsh N 





Chief Officer Bayliss F.A 2nd Eng Officer Jones D.H 
2nd Officer Taylor R.W 3rd Eng Officer Coltman L.T.M 
Ext Chief Officer Rapley C.W 4th Eng Officer Ridyard D.M 
Ext 2nd Officer Bindon P.J 4th Eng Officer Hunt W.L 
Radio Officer Waller R.A Jnr Eng Officer Williamson E.F 
Purser Buckley P Jnr Eng Officer King P.D 


Jnr Eng Officer Allis K 
Electrical Officer Chedotal F.J 
C.P.0 Hodges A.J 
Cook Hardman B.J 





Devonshire II 
Gas Carrier - 52,647 cubic metres 


Captain McWilliam J.M 
Chief Eng Officer Smith M.D 





Chief Officer Martin F.R.F 2nd Eng Officer Burke C 
2nd Officer Penry G.N Cargo Engineer Hotham K 
Ext 2nd Officer Richards D.J 3rd Eng Officer Steel E.P 
Deck Cadet Malpass A.J 4th Eng Officer Grundy R.E 
Deck Cadet Wright P.W.J Jnr Eng Officer Dickinson P.W 
Radio Officer Bunce M.O.B Jnr Eng Officer Davis P.E 
Purser Balmer T.H Engineer Cadet Jones G.A 


Engineer Cadet Barker R.C 
Electrical Officer Jackson D.H 
C.P.O0 Horabin D.K 
Cook MacConnell T 


Dorsetshire 


Bulk Carrier - 79,513 d.w.t. 
(ex Atlantic Bridge) 


Captain King M.G 
Chief Eng Officer Collins R.H 


2nd Eng Officer Hartley M.R.W 

3rd Eng Officer Pear S.M 

4th Eng Officer Billinge D 

Jnr Eng Officer Hossack I.K 

Jnr Eng Officer Latham C.| 

Engineer Cadet Taylor P.R 
Electrical Officer Johansson J.D 





Chief Officer Duffield D.R 
2nd Officer Foster S 
3rd Officer Burslem D.L 
Deck Cadet Singleton G.H 
Radio Officer Smith K.D 
Purser Kimberley D 


C.P.0 Das R 
Cook Singh P.N 


Hampshire 
Gas Carrier - 52,647 cubic metres 


Captain Reeves M.M 
Chief Eng Officer McIntyre P.A 


Chief Officer Court R.J 2nd Eng Officer Bullen M.C 
2nd Officer Hargreaves W.J.M Cargo Engineer McKellar W.M 
Ext Chief Officer Allison J.K 3rd Eng Officer Edmunds A.N 
3rd Officer Haines J 4th Eng Officer Nicholson | 
Deck Cadet Gordon |.D Jnr Eng Officer McColville D.S 


Radio Officer 
‘rainee Radio Officer 
Purser 


Wade C 
Bolton-Heaton C.L 


Whitefoot-Greenland T. 


C.P.0 Hale D.J 


Jnr Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 
Electrical Officer 


Cook Haigh F.D 


Sillito G 
Herd P.M 
Hassall C.M 
Kelly L.J 


Herefordshire III 
General Cargo - 16,707 d.w.t. 


Captain Robins M.R 
Chief Eng Officer Rowe A 





Chief Officer Southby M 2nd Eng Officer Wright R.A 
2nd Officer Wright P.B 3rd Eng Officer Smith J.M 
3rd Officer Hume M.S 4th Eng Officer Powell A.K 
Deck Cadet Hughes C.R Jnr Eng Officer Moran M.J 
Deck Cadet Macnicol D.H Engineer Cadet Roberts N.A 

Radio Officer Waddicor C.A Engineer Cadet Johnson K 

Purser Oates J.W Electrical Officer Parkin N.J 
C.P.0 Dey N.K 


Cook GomesA 





Lancashire IV 
General Cargo - 16,707 d.w.t. 


Captain Weir R 
Chief Eng Officer Hartharn P.J 





Chief Officer Williams P.G 2nd Eng Officer Ratcliffe R 
2nd Officer Set A 3rd Eng Officer Willoughby B 
3rd Officer Hart M.H 4th Eng Officer Spivey S.J 
Deck Cadet Waddington N.P Engineer Cadet Driver S 
Deck Cadet Thornton P.S Engineer Cadet Cunningham R.L 
Radio Officer Connolly T.D Engineer Cadet French M.A 
Electrical Officer McCabe S.J 
C.P.0 SenN.K 


Cook BuxA 


Lincolnshire 


Gas Carrier - 31,296 cubic metres 


Captain Edwards R.A.F 
Chief Eng Officer Paul J.J 








Chief Officer Marsh C.H 2nd Eng Officer Austen S.J.S 
2nd Officer Thelwell A.G Cargo Engineer Patterson F.H 
Ext 2nd Officer Hodgson R 3rd Eng Officer Taylor R.B 
3rd Officer Hind S 4th Eng Officer Quirk R.A 
Deck Cadet Holgate R.A Jnr Eng Officer Youngs A.J 
Radio Officer Valentine G.K Jnr Eng Officer Duffy A.Q 
Purser Chadwick D.H Engineer Cadet Nelligan D.J 
Electrical Officer Errington C 
C.P.0 Morrison R 
Cook Jones C.J 
Staffordshire IV 
Gas Carrier - 75,970 cubic metres 
Captain Horn M.J 
Chief Eng Officer MacFarlane A 
Chief Officer Jeffery R.C 2nd Eng Officer Webster A.D.C 
2nd Officer Harris S.N Cargo Engineer Edgington J.S 
3rd Officer Haigh R.A 3rd Eng Officer Haggerston A 
Radio Officer Fell A.E 4th Eng Officer Morris T 
Purser Maskell T.G Ext 4th Eng Officer McCormack J 


Jnr Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Electrical Officer 
C.P.0 MacPherson M.F 
Cook Scales H 


Gallacher M 
Allenby J.T 
Barton N.F 
Hay N.W 
Kennedy A 


Wiltshire 


Gas Carrier - 15,495 cubic metres 


Captain Corcoran J.A 
Chief Eng Officer Carr D 





Chief Officer Avenall D 
2nd Officer Thomson D.C 
3rd Officer McGrath D.M.E 
Ext 3rd Officer Gillett R.B 
Radio Officer Thomas P.E 
Purser Hamer E.P 


2nd Eng Officer 
Cargo Engineer 
3rd Eng Officer 
4th Eng Officer 
Jnr Eng Officer 
Electrical Officer 
C.P.0 Rigby E 
Cook Murphy J.P 


Yorkshire IV 
Oil Tanker - 110,964 d.w.t. 


Bell R.C 
McFadden J.P 
Elliot A.K 
Fairhurst F.W 
Woodward J.W 
Wignall |.F 


Captain Davies W.A.D 
Chief Eng Officer Ashcroft T.S 





Chief Officer McClure S.A 2nd Eng Officer 
2nd Officer Gunn J.S 3rd Eng Officer 
Ext 2nd Officer Burnett A.D 4th Eng Officer 
3rd Officer Morgan D.C Jnr Eng Officer 
Deck Cadet Cross W.M Jnr Eng Officer 
Deck Cadet Hunt N.P Jnr Eng Officer 
Radio Officer Stanway P Jnr Eng Officer 
Purser Heaslip G Electrical Officer 


Trainee Elect Officer 
C.P.0 WaL.S 
Cook Leung H 
Leading Steward Duen C.K 





MacDonald J.A.M 
Cotton A 
Kerbyson A.J 
McCabe W 
Aitken P.J 
Wilding C.M 
Makinson W.D 
Hallam D 

Milne A.R 


